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TSE 6801 Remote Control Module 



The RCM receiver is a small digital micro- 
receiver designed for low probability of 
detection applications where size and low 
power consumption are of paramount 
importance. 

As the remote receiver does not contain a 
local oscillator, there are absolutely no RF 
emissions. This is a unique feature that 
minimizes the risk of the unit being found 
by bug detectors or scanning equipment. 




Delivery 




• Remote Control Receiver 

• Connectors to Transmitters 

• Multi Channel Function 

• Activated from main Receiver or Hand 
Held Remote Controller 
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If you would like further Information about ELAMAN, 
or would like to discuss a specific requirement or project, please contact us at: 

Elaman GmbH 
German Security Solutions 
Seitzstr. 23 
80538 Munich 
Germany 

Tel: +49-89-24 20 91 80 
Fax: +49-89-24 20 91 81 
info@elaman.de 
www.elaman.de 




